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“1 MAKE MY INLAYS NOW WITH 
HUE-LON—RIGHT IN MY OFFICE” 


TRADE MARK 


Now you can provide your patients 
with esthetic inlays made of Hue- 
lon—an advanced inlay material 
developed by Caulk and Du Pont 
especially for dentistry. 

Hue-Lon inlays match the pa- 
tient’s individual tooth coloring 
so exactly as to be invisible den- 
tistry. 


And you can make Hue-lon in- 
lays right in your own office with 
only the Inlay Package illustrated 
to be added to your regular labora- 
tory equipment. 

You'll be amazed at the easy 
Hue-lon technic. You’ll be de- 
lighted with the results you can 
achieve—and so will your patients. 


The Inlay Package 
$13.75 


6 Quarter Portion Jars 
Hue-lon Powder 


1H. P. Bottle Hue-lon 
Liquid 


2 Sticks Inlay Wax 

1 Powder Measure 

1 Liquid Dropper 

1H. P. Bottle Plas-cote 
paration for Class 

1 Hue-lon Shade Guide Hl inlay (mounted on 


1 Stick Sticky Wax pedestal) 


THE L. D. CAULK COMPANY 
Successor to 


C. L. FRAME DENTAL SUPPLY CO. 


Main Store 
25 E. Washington St. 


Southside Branch 
733 West 64th Street 


CHICAGO, ILL. 
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VEWS AND ANNOUNCEMENTS 


MONTHLY MEETING DATE 
CHANGED TO JANUARY 21 


The regular meeting for January, orig- 
inally scheduled for Tuesday the 19th 
has been changed to Thursday, January 
21. The step became necessary when it 
was learned that facilities at the Palmer 
House would not be available on the 
first date. 

The program for this first monthly 
meeting of 1943 will be a symposium on 
oral surgery problems participated in 
by Chicago men. Their names and the 
subjects they will present follow: Larry 
E. Hill, Post Operative Care; D. Mun- 
ger Hodgman, Removal of Root Tips; 
Howard C. Miller, The Technic for 
Local Anesthesia; Kenneth W. Penhale, 
Sulfa Drugs ; Earle H. Thomas, Removal 
of Broken Hypodermic Needles ; Robert 
J. Wells, Relief of Dry Sockets. 

Each will give a ten minute paper and 
at the conclusion of the symposium the 
same men will present table clinics on 
their respective subjects. It is expected 
that this latter phase of the program 
will get under way about 9 :30 p.m. 


HOW THE VICTORY TAX 
AFFECTS DENTISTS IN 
PRIVATE PRACTICE 


Dentists in private practice and all 
other self-employed persons pay their 5 
per cent Victory tax at the same time 
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they pay their regular income taxes for 
1943, in other words on March 15, 1944. 
This is quite different from the method 
in force for employees whose employers 
are required to withhold the 5 per cent 
at the time salaries or wages are paid 
first allowing a $12.00 per week deduc- 
tion and then remit to the Collector of 
Internal Revenue quarterly beginning 
March 15, 1943. 

The dentist who has one or more em- 
ployees qualifies as an employer and is 
required to withhold 5 per cent from the 
salaries of employees for the period be- 
ginning after December 31, 1942, after 
making the deduction noted previously, 
and remit to the government as directed. 
Further details concerning the Victory 
tax will appear in the next issue. 


NAVY DENTAL CHIEF TO 
BE REAR-ADMIRAL 


The head of the U. S. Navy Dental 
Corps will hold the rank of Rear-Admiral 
as a result of legislation recently passed 
by the Congress and approved by Presi- 
dent Roosevelt. United States Senator 
Scott W. Lucas advised the Society to 
this effect in a telegram which stated: 
“Pleased to advise President signed S. B. 
2757 (Naval Bill) December 17.” 

This is a well deserved recognition for 
dentistry which will be warmly appreci- 
ated by the profession. Presumably Pres- 
ident Roosevelt will submit his nomina- 
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NEWS AND ANNOUNCEMENTS 


tion to the Senate to fill the post at an 
early date. 


ASSOCIATE MEMBERS 
FROM 43 STATES | 


Forty-three states, the District of Col- 
umbia and Canada are _ represented 
among the 1,200 dentists now enrolled 
as Associate members of the Chicago 
Dental Society. The only states not now 
represented are Arizona, Nevada, New 
Hampshire, Vermont and Wyoming. 
This mushroom growth in Associate mem- 
bership is due to the recent action of the 
Board of Directors requiring out-of-town 
dentists to hold such membership to 
qualify for registration privileges at the 
Midwinter Meeting. 

That the Associate member plan has 
been well received by our out-of-town 
friends is evidenced by the fact that 
scores of approving letters have been re- 


ceived at the Society office. 


MAIL ORDER DENTISTRY 
OUTLAWED BY CONGRESS 


With the Presidential signature affixed 
to it on December 24 the so-called Tray- 
nor bill became law thus ending a long 
fight to secure national legislation to end 
the mail order denture racket. Repre- 
sentative Traynor of Delaware, a dentist, 
sponsored the law. 

“An immediate clean up of mail order 
laboratories in Chicago is not to be ex- 
pected,” it was pointed out by Dr. 
Luther W. Hughes, Chairman of the 
Legislative and Law _ Enforcement. 
Committee. “Doubtless some mail order 
laboratory will soon be indicted and then 
the long legal battle will begin to estab- 
lish the constitutionality of the measure.” 
“When our revised dental practice act 
was passed in Illinois” Dr. Hughes went 
on, “two years elapsed before the Illinois 
Supreme Court finally passed on the con- 
stitutionality of some of its more im- 
portant provisions.” 


FRED F. MOLT PROMOTED 
TO CAPTAIN : 

Fred F. Molt, U.S.N.R,. stationed at 
Great Lakes, received a Christmas 


present from Uncle Sam in the form of 
a promotion to the rank of Captain. 
Fred, who formerly held the rank of 
Commander, was the guest of Kenwood- 
Hyde Park branch on January 5. 


NORTH SIDE DINNER DANCE 
JANUARY 23, MONTHLY 
MEETING FEBRUARY 1 


On January 23 the North Side branch 
will hold a dinner dance at the Edge- 
water Beach Hotel Crystal Ballroom. 
There will be dancing until 1 a.m. 
Tickets are $5.00 per couple. Make 
your reservations now by writing or tele- 
phoning Dr. M. E. Zinser. 

The North Side branch regular 
monthly meeting is scheduled for Mon- 
day evening, February 1, at the Edge- 
water Beach Hotel. Dinner will be served 
at 6:30 p.m., followed by a business 
meeting after which Dr. Balint Orban, 
M.D., D.D.S., will discuss some new 
methods in periodontal treatment, fol- 
lowed by pictures illustrating the method. 
DR. STEPHEN W. BRUNDAGE 

Dr. Stephen W. Brundage, a dentist 
on the West side for 43 years, died at 
the age of 65 on December g. Dr. 
Brundage was graduated from the Chi- 
cago College of Dental Surgery in 1898 
and had been a member of the Chicago 
Dental Society, the Illinois State Dental 
Society and the American Dental Asso- 
ciation for many years. He is survived 
by his wife, Helen ; two sons, Stephen L. 
and Dr. Edwin A., and a daughter, Mrs. 
Helen M. Culhane. Condolences are 
offered to the deceased relatives by the 
officers and members of the Chicago 
Dental Society. 


4 


Make Your Travel Reservations Now 


Preliminary Progiam 


THE 79th MIDWINTER MEETING 
of the 
CHICAGO DENTAL SOCIETY 


February 22-25, 1943 
THE PALMER HOUSE 


OFFICERS, DIRECTORS AND MIDWINTER MEETING 
COMMITTEE CHAIRMEN 


Directors 

L. C. Holt, R. B. Mundell, 

Robert I. Humphrey, ’43 Samuel M. Rakow, ’45 

Frank J. Hurlstone, Robert J. Wells, 

Lester E. Kalk, ’44 Joseph B. Zielinski, 43 

Chairmen of Committees for Midwinter Meeting 

Health and Educational Exhibits Division................... Werner J. Gresens 
Limited Attendance Clinics Division. W. C. Phillips 
Motion Pictures Robert V. Riemer 
Reception Committee for Visiting Women Dentists..............++. Elsie Gerlach 
General Arrangements Committee... W. C. Corcoran 


Round Trip Pullman Reservations Can Be Made 
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Midwinter Meeting Streamlined 
NO OFFICIAL SOCIAL EVENTS 


Families Asked to Forego Attendance 


* 


A perusal of the Midwinter Meeting program reveals the fact that no 
official social functions are scheduled. Because of conditions precipitated 
by the war it has been decided to omit the usual social events including 
the Ladies’ Entertainment, Vaudeville Show and Dinner Dance, substi- 
tuting general sessions devoted to dentistry and its relation to the war. An 
excellent program of such sessions has been arranged and is announced 


elsewhere in this issue. 


The necessity for restricting the use of travel facilities imposed one of 
the most difficult tasks ever to face the Society, namely, to ask the wives 
of out of town visiting dentists and other family members to forego at- 
tendance at this Midwinter Meeting. We have always welcomed the 
womenfolk and would like to do so again this year but cannot conscien- 
tiously do it in the face of repeated public requests to limit travel made 
by Director Eastman of the Office of Defense Transportation and the 
various railroad companies. Travel accommodations, rail, air and bus, 
must be conserved to the utmost in the interest of efficient prosecution 
of the war. With the greatest regret, therefore, we feel impelled to ask 
the out of town ladies to forego attendance at this war-time Midwinter 
Meeting. When victory is ours we'll gladly welcome them again. We’re 


extremely sorry but we know our position will be understood. 


Make Your Travel Reservations Now 
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REGISTRATION AND CREDENTIALS 


Out of Town American Dental Association Members to Become 
Associate Members to be Eligible for Registration Privileges 


Heretofore dentists from outside Chicago have been eligible to register solely upon presentation 
of their A.D.A. membership cards. This year, however, out of town visiting dentists are to be- 
come Associate members of the Chicago Dental Society to qualify for registration privileges, mem- 
bership in the A.D.A. or a recognized foreign dental society being the only prerequisite. The 
reasons for taking this step were fully covered in a general letter sent November 2 by President 
Willis J. Bray to all who attended the 1942 Midwinter Meeting. Briefly summarized, Dr. Bray’s 
letter pointed out that to operate the meeting on its traditionally high plane new revenue is 
needed because of the decline in income from commercial exhibits due entirely to war condi- 
tions. After a thorough canvass of the situation it was concluded that the most satisfactory 
method was to enroll all out of town visiting dentists as Associate members for annual dues of 
$3.00. We would thus be enabled to secure the necessary revenue and at the same time confer 
the greatest possible benefit since Associate membership includes, among other things, a sub- 
scription to THE FORTNIGHTLY REVIEW, our Official publication, membership card and certificate 
suitable for framing. We believe this to be an equitable and mutually advantageous solution 
and invite all who have not already done so to file their applications now, using the coupon 
at the bottom of this page. Those not certain of attendance at the meeting may apply upon 
arrival at the Palmer House. Time will be saved, however, by applying in advance. This pro- 
vision does not apply, however, to dentists in the armed forces of the U. S. who hold A.D.A. 
membership. 

There is no change in registration requirements for other classifications. Dental assistants 
and dental hygienists may register if members of their respective national associations, or if 
employed by a member, Active or Associate, of the Chicago Dental Society, and evidence to 
that effect is presented in writing. Other persons eligible to register are: 

1. Lay persons upon filing approved application form endorsed by an A.D.A. member. 

2. Family of A.D.A. members upon written endorsement. 

3. Laboratory owners and technicians upon proper identification. 

4. Senior and Junior Students of recognized dental schools and colleges. 

5. Applicants for membership in the A.D.A. upon written statement from Secretary of 
local society. 


Mitton Cruse, Chairman: 


Application for Associate Membership in the 
CHICAGO DENTAL SOCIETY 
By a Member of the 
AMERICAN DENTAL ASSOCIATION 


1. Name__ 


2. Office Address 


Street and Number > City State 
3. Name of your local society State Society___ 
’ 4. Dental School from which graduated Year 


I hereby make application for Associate Membership in the Chicago Dental Society 
and transmit herewith the sum of $3.00, being dues for calendar year 1943. 


Signature of Applicant 


Please fill out and send with dues remittance to the Chicago Dental Society, 
? 30 N. Michigan Ave., Chicago. 


Round Trip Pullman Reservations Can Be Made 
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Out of Town Visitors Urged to Make - 
Transportation and Hotel Reservations 


Early 


Visitors from out of Chicago are urged to make their transportation 
and hotel reservations just as soon as they have definitely decided to 
attend the Midwinter Meeting. In fact, those who know their day of 
departure from Chicago to return to their home city would be well ad- 
vised to go to their local railroad ticket office now and purchase not only 
railroad ticket but reserve Pullman accommodations as well. Every ticket 
agent can reserve return trip Pullman accommodations by writing or 
wiring Chicago and will gladly do so upon request. By so doing out of 
town visitors are assured the accommodations of their choice on the de- 
sired train when ready to leave Chicago. The same applies to the major 
air lines whose ticket offices over the country will be glad to make seat 
reservations from home city to Chicago and back to home city. This is 
not to say that visitors without reserved return accommodations on either 
rail or air lines will necessarily have any difficulty securing them in Chi- 
cago when they decide to leave. It’s simply a suggestion of a precaution- 
ary nature particularly directed to those who must be back home at a 
predetermined date and hour. 


While hotel accommodations are comparatively plentiful those defi- 
nitely planning to attend the meeting would do well to write to the hotel 
of their choice to reserve room accommodations. To do so will guarantee 
immediate check-in upon arrival in Chicago. 


These two suggestions are made in the interest of cooperation with the 
ODT, transportation companies and the Chicago hotels. We know we 
can rely upon our visitors to do their share to help everyone concerned, 


themselves included. 


Make Your Travel Reservations Now 
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General Session Program 


FIRST GENERAL SESSION MONDAY MORNING 


This is the session that officially opens the meeting and will feature an address of 
welcome by President Willis J. Bray, the conveyance of greetings by American Dental 
Association President Dr. J. Ben Robinson, and the presentation of the essay which 
won the $500.00 cash award in the nation wide competition sponsored by the Chicago 
Dental Society. Dr. Harry H. Shapiro of the College of Physicians and Surgeons of 
Columbia University, co-author of the winning essay with, Raymond C. Truex, Ph.D. 
also of Columbia University, will present it at this session. ‘The title is “The Tem- 
poromandibular Joint and Auditory Function,” and the Judging Committee has this 
to say of it: “This extensive study backed by convincing anatomic facts sheds new 
light upon a problem equally important to prosthetic dentistry and medicine. It 
disapproved the current belief that was merely on speculation which often proves 
to be misleading.” 


SECOND GENERAL SESSION MONDAY EVENING 


A special program is being prepared for this session and will be announced in the 
official program to be distributed at the meeting. 


THIRD GENERAL SESSION TUESDAY EVENING 


“Manpower” is the theme of this general session featuring two important addresses, 
the first by War Manpower Commissioner Paul V. McNutt, and the second by Dr. 
C. Willard Camalier of Washington, D. C., Chairman of the A. D. A. War Service 
Committee. Mr. McNutt will discuss the broader aspect of the manpower problem 


while Dr. Camalier will present the latest information pertaining to dentistry and 
its part in the war. 


FOURTH GENERAL SESSION WEDNESDAY EVENING 


One of the outstanding sessions of the Institute of War Medicine and Surgery for 
Dentists conducted by the Chicago Dental Society last October will be presented as 
an aid to a better understanding of some of the basic factors of the war. G. Donald 
Hudson, Professor of Geography of Northwestern University, will discuss “Geography 
of the Battle Areas,” following which Tracey E. Strevey, Chairman of the Depart- 
ment of History of the same institutions will describe “The Cultural Patterns of Our 
Enemies.” Those fortunate enough to hear these lectures will have a vastly better 
comprehension of the problems facing our political and military leaders, as well as 
a keener insight into what this war is all about. 
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AFFILIATED GROUPS 


The organizations listed below will hold functions during the period of the meeting. Those 


designated with an asterisk will have headquarters rooms. 


ORGANIZATION 
Alpha Omega Fraternity* 


American Academy for Plastics Research in 
Dentistry 
Meeting Feb. 21 


American Academy of Restorative Dentistry 
Meeting Feb. 21 


American Association of Dental Editors 
Meeting Feb. 22 


American Association of Orthodontists 
(Central Section) 
Luncheon Feb. 22 


American Association of Public Health Den- 
tists 
Meeting Feb. 21 


American College of Dentists 
Regents Meeting Feb. 21 and Feb. 22 


American College of Dentists 
(Illinois Section) 
Luncheon Feb. 21 


American Dental Association 
Committee on Economics 
Meeting Feb. 22 


Chicago Dental Assistants Association* 


Delta Sigma Delta* 
Banquet Feb. 21 


Dental Hygiene Institute of Chicago 
Luncheon Feb. 23 


International College of Dentists 
Regents Meeting Feb. 21 
Dinner Feb. 21 


Meyer Study Club of Chicago 
Meeting Feb. 21 


National Board of Dental Examiners 
Meeting Feb. 21 


N. U. D. S. Alumni Assn.* 
Luncheon Feb. 24 


Pierre Fauchard Academy 
Luncheon Feb. 22 
Luncheon Feb. 23 


Psi Omega Fraternity* 
Dinner Feb. 21 


* Xi Psi Phi Fraternity* 


University of Illinois College of Dentistry* 
Luncheon Feb. 24 


CORRESPONDENT 
Lewis T. Weinshenker 
55 E. Washington St., Chicago 


LaMar W. Harris 
25 E. Washington St., Chicago 


A. F. Schopper 


914 Professional Bldg., Kansas City, Mo. 


O. W. Brandhorst 


4952 Maryland Ave., St. Louis, Mo. 


Charles R. Baker 
636 Church St., Evanston, IIl. 


Frank C. Cady 


USPHS Hospital, Lexington, Ky. 


O. W. Brandhorst 


4952 Maryland Ave., St. Louis, Mo. 


L. E. Kurth 
180 N. Michigan Ave., Chicago 


Melvin L. Dollar 
212 E. Superior St., Chicago 


Miss Gladys Naughton 
7530 South Park Ave., Chicago 


Leonard Grimson 
1739 W. Polk St., Chicago 


Miss Josephine Bessems 
30 N. Michigan Ave., Chicago 


John B. LaDue 
25 E. Washington St., Chicago 


Frank H. Vorhees 
25 E. Washington St., Chicago 


Gordon L. Teall 


514 Delaware St., Hiawatha, Kan. 


George W. Teuscher 
55 E. Washington St., Chicago 


Elmer Best 
Essex Bldg., Minneapolis, Minn. 


Henry F. Andree 


5224 W. Chicago Ave., Chicago. 


George W. Blaha 
104 S. Michigan Ave., Chicago 


L. W. Hughes 
30 N. Michigan Ave., Chicago 


Make Your Travel Reservations Now 
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LIMITED ATTENDANCE CLINICS 


W. C. Chairman 
G. Wo.rorp Hatey, Vice-Chairman 


The Limited Attendance Clinic Program will be presented Monday, Tuesday and Wednesday 
afternoons, February 22, 23 and 24. Each clinic will require a presentation time of one and a 
half hours, two clinic sessions being arranged per afternoon. 

There will be a charge of $1.00 per clinic enrollment payable at the time of application. This 
charge is made to limit applicants to those whose attendance is definite and to partially defray 
the cost. 

It is not necessary to fill out any formal application blank to enroll in one or more clinics. 
Simply drop a note to the Chicago Dental Society, 30 N. Michigan Ave., specifying the clinic 
or clinics desired, giving as many selections as possible, both as to choice of clinics and choice of 
dates. Please refer to the program for the day or days each clinic is to be presented. All appli- 
cations must be accompanied by remittance of $1.00 for each clinic for which enrollment is 
sought. Those desiring to enroll are urged to apply early and to be as brief as is consistent with 
a full explanation. Applications will be time stamped and considered in the order of receipt. 
Upon assignment, applicant will be sent cards of admission. Fees paid are not subject to refund 
except upon cancellation of clinics by the Society. 

Applications received on and after February 15 will receive the same consideration as all 
applications received prior to that date except that, due to limitations of time, applications for 
clinics in which there are no vacancies will be cancelled automatically. No cards of admission 
will be mailed after February 15. Cards of admission for clinics in which there are vacancies 
will be held at the committee headquarters at the Palmer House for delivery, upon demand, to 
the applicant. The committee cannot engage in correspondence with applicants whose applica- 
tions are not in the committee’s hands before February 15. 


OPERATIVE DENTISTRY 


1. Direct Wax Pattern Technic for Cast Gold Inlays 
Presented on Tuesday and Wednesday p.m. 
A simple, efficient, and accurate technic for making direct wax patterns for all 


types of cast gold inlays. Special attention is devoted to a method of manipulation 
of the wax which is consistent with its physical properties. 


2. Five Years of Acrylics in Restorative Dentistry 
Presented on Tuesday and Wednesday p.m. 
A report after five years’ use of acrylics, giving the indications, contraindica- 
tions and a workable technic in the handling of acrylic for restorative dentistry. 
Patient demonstration of present condition of early restorations. 


3. Practical Application of Clinical Photography 
Presented on Monday and Tuesday p.m. 
A discussion of technic used in making Kodachrome pictures. Kodachrome 
slides showing type of equipment used, time involved, and value of slides to 


educate patients. A demonstration of practical cases, before and after, with 
Kodachrome slides. 


4. Inlays and Simplified Cavity Preparation 
Presented on Monday and Wednesday p.m. 
Inlays: 1. Simplified cavity preparations, inclining to a quick unified pattern; 
2. Impression taking; 3. Model making; 4. Investing patterns; 5. Casting; 6. Fin- 


ishing. Inlays both from gold and silver alloy metal, plus possibilities of the use 
of acrylics as inlays. 


Round Trip Pullman Reservations Can Be Made 
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5. Traumatic Disturbances of the Temporomandibular Joint 


Presented on Tuesday and Wednesday p.m. 


Presenting the experiences gained by 20 years of close observation, as to the 
cause and effect of traumatic disturbances of the temporomandibular joint and 
its adjacerit structures. The relation of this factor to the various types of head | 
noises and pains. A further consideration of the complete syndrome of symptoms 
presented in many of these cases. The subject will be fully illustrated by various 
types of photography. 


6. Silicate Restorations 


Presented on Monday and Wednesday p.m. 


Limitations and advantages, comparison with oxyphosphates. Success depend- 
ent on understanding chemical process; simple positive methods to avoid pulp 
irritation ; esthetic factors emphasized ; minute details of mixing and manipulation 
demonstrated ; necessity for absolute removal of carious dentin; use of radiopaque 
oil to detect any remaining; sterilization of cavity surfaces; disadvantages of 
cavity lining solutions. Slides will be used to show restorations. 


7. A Detailed Procedure on Inlay Construction 


Presented on Tuesday and Wednesday p.m. 


Based on the belief that average skill can master precision inlay restoration, 
the presentation aims at pointing out such phases of inlay construction most fre- 
quently overlooked and which are often responsible for inlay failures. An experi- 
ment is demonstrated to prove the inefficacy of indirect inlay technic. Details 
are stressed to overcome difficulties commonly experienced. Pattern waxes, their 
manipulation, qualifications and what constitutes a suitable pattern wax is dealt 
with in detail. The presentation is a practical demonstration of all phases of inlay 
construction, aided by lantern slides. 


8. Simplified Construction of Acrylic Bridgework 


Presented on Monday and Tuesday p.m. 


Clinic will include the following steps: 1. A cast with abutments in position; 
2. How to produce a desired rod with projecting loops for the retention of each 
acrylic tooth; 3. A simple method on how to solder rod to abutments; 4. Construc- 
tion of missing teeth in wax form; 5. Tin foiling of wax teeth; 6. Investment of 
bridge into flask; 7. Obtaining desired color and saturation of acrylic with liquid; 
8. Packing of acrylic; 9. Boiling of case. 


FULL DENTURES 


9. Impression for the Edentulous Mouth Using Different Materials for Varying Conditions 


Presented on Tuesday and Wednesday p.m. 


Beautiful, accurately placed, well balanced dentures give the patient confidence, 
courage. If dentofacial destruction is avoided, faces need not take on appearance 
of old age, regardless of years. Healing the hurt spirit of a patient who is suffer- 
ing from a dentofacial deformity is often more beneficial than the wonders per- 
formed in restoring personal appearance. Everything today is presented to the 
public through the media of color and beauty. In dentistry, dentures are con- 
structed that are individualized and characterized. 


Make Your Travel Reservations Now 
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10. New Impression Technic for Stable Full Dentures 


Presented on Monday and Tuesday p.m. 


Presentation will consist of a brief explanatory talk, followed by a full dem- 
onstration of the technic, using actual patients. Impressions for stable full den- 
tures will be taken of both upper and lower mouths. Of especial importance is 
the technic shown for equalizing the pressure which the denture exerts on all 
parts of the underlying tissue, both hard and soft, and in the upper mouth for 
equalizing the pressure over the whole arch. 


11. Functional Occlusal Balance in the Construction of Artificial Dentures 


Presented on Tuesday and Wednesday p.m. 


Are you having denture trouble? Are you missing the bite? Are your molars 
occluding first? Are your dentures causing undue pressure and soreness on the 
lingual? The clinician will endeavor to streamline your present denture service 
into a simple accurate procedure, substituting a definite factor for functional 
centric, the patient completing the final balancing. The technic does not involve 
the purchase of new equipment. Illustrated by colored film and kodaslides. 


12. Complete Denture Construction 
Presented on Tuesday and Wednesday p.m. 

Clinic will demonstrate a complete set of denture impressions with patient, 
establishing an equalized adaptation to tissue, explaining why the maximum 
amount of force can be used in mastication. Taking the bite, the occlusal plane, 
and securing the proper vertical dimension of the face, securing the medium and 


cuspid markings, explaining the harmonization of face form, tooth form and arch 
form will bé demonstrated. 


13. Red and Green Lights in Full Denture Technic 


Presented on Monday and Wednesday p.m. 


Clinician will take a full upper and lower impression using a compound and 
plaster technic for the upper, a compound and wax technic for the lower. No 
individual vulcanite or acrylic trays are used. The upper and lower impressions 
are properly relieved. 


14. Complete Denture Service with Balanced Functional Occlusion 
CENTRAL NEBRASKA STUDY CLUB 


A. R. + NEBRASKA 
L. R. BEATTIE... AINSWORTH, NEBRASKA 
A. T. RIDDER....... » CALLAWAY, NEBRASKA 


Presented on Monday and Tuesday p.m. 


A symposium prepared and presented by members of the Central Nebraska 
Study Club, following their interpretation of the writings of Dr. Fred Meyer. This 
is a precision technic, which when used in its entirety, will enable the dentist to 
deliver a denture service far beyond his fondest hopes. It is thereby possible for 
him to approach the patient with confidence, enthusiasm and assurance of his 
ability. Technicolor films will be shown of the entire technic. 


15. Full Upper and Lower Impressions 


Terer «DENVER, COLORADO 
Presented on Tuesday and Wednesday p.m. 


Will show by models all the steps for taking a full lower impression of an 
ordinary ridge condition and one with loose flabby tissue and a cord like tissue 
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on the crest of the ridge. Will comprise every step from snap impression to fin- 
ished impression, showing how tissues are lifted, establishing stress-bearing areas, 
relieving non-stress-bearing areas, and forming of periphery borders so that den- 
ture will stay put in all functional movements. Models will be shown. 


16. Thoughts in Immediate Denture Technic 
Presented on Monday and Wednesday p.m. 


The value to the patient of immediate transition from natural to artificial 
dentures raises his morale and protects his masticatory apparatus from collapse. 
The importance of detail in the construction of immediate dentures is the key to 
success. Molding of correct peripheral borders of the edentulous areas before 
completion of impressions eliminates much of the time, loss in adjustments after 
the patient receives the dentures. 


17. Full Denture Construction 
Presented on Wednesday p.m. 


The anatomical, histological and physical factors which enter into the retention 
of full dentures, and how they affect the diagnosis and prognosis, will be ex- 
plained. An impression technic, using compound and wax, so that all of the above 
factors can be utilized, will be presented. Demonstration will follow showing 
how the proper positioning of posterior teeth will increase the retention of either 
the maxillary or mandibular denture during mastication. Method for processing 
of acrylics will be shown. Illustrated with lantern slides and models. 


18. Balance and Function in Full Dentures 
FREDERICK S. MINNEAPOLIS, MINNESOTA 
Presented on Tuesday and Wednesday p.m. 


Expect to show how to build a set of dentures in accurate balance and func- 
tion using a plane line articulator. Shall show all steps in process including build- 
ing of wax trial dentures, building up bases for generating the functional occlusal 
path in wax, pouring the counterpart of these in stone, setting the upper teeth 
to this path, generating the cuspal path and pouring counterpart in stone, 
grinding the lower denture to this stone path and finishing the dentures. 


19. Necessary Knowledge on Immediate Dentures 
Presented on Monday and Tuesday p.m. 
We profit mostly by our mistakes. We should be able to profit by the mis- 
takes of others. Will discuss the various methods of impressions, preparation of 
casts, set up of teeth, the immediate denture and duplicate, with and without 
an anterior rim, teaching the patient to wear dentures, what to expect of them, 


what not to expect, and special emphasis on some of the mistakes made, which 
are expensive and time consuming. 


20. Construction of Successful Lower Dentures 
Presented on Monday and Tuesday p.m. 


A discussion of various principles and methods advocated in the past ten 
years and their application to the different types of cases presenting. Full com- 
pression, semi-compression and easy fitting types of impressions, their advantages 
and shortcomings. Clinic will feature a technic which automatically establishes 
uniform pressure, adaptation and border seal. 


21. Problems in Complete Denture Service 
Presented on Wednesday p.m. 


Clinic will deal with some of the everyday problems that arise in the practice 
of complete denture prosthesis. Diagnosis, surgical problems related to the 
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denture field and the subsequent adjustment of denture restorations will be 
explained and discussed. There will be some models and also slides to illustrate 
certain points in the lecture. Opportunity will be afforded for questions and 
discussion on the part of those present. 


22. Impressions for Denture Prosthesis 
CARL G. DULUTH, MINNESOTA 
Presented on Tuesday and Wednesday p.m. 


Impressions for denture prosthesis are only one of the many important phases 
of successful full denture service. Impressions are first in a series of procedures 
that may lead us to real denture satisfaction, or fail us miserably. Thorough 
evaluation of the anatomical variations of our denture patients and our ability 
to modify our impression methods to meet our observations, a fundamental 
knowledge of the tissues of which we are the guardians, along with a thorough 


knowledge of the materials we use, will take us a long way towards our desired 
goal. 


PARTIAL DENTURES, CROWN AND BRIDGE 


23. Important Principles of Modern Fixed Bridge Construction 


AVERY A. BARTLETT... DETROIT, MICHIGAN 


Presented on Monday and Tuesday p.m. 


Since teeth move slightly in function during mastication, it seems logical to 
construct fixed bridges in two units and unite the abutments with a slightly 
movable attachment. The method of employing and constructing this attachment 
will be discussed with slides. Common failures in this branch of dentistry, 
together with their correction, will be discussed in detail. Pin ledge attachment 
for anterior teeth will be demonstrated if time permits. 


24. Partial Prosthetic Dentistry 
LESTER W. BOYD....... 


CHICAGO 
Presented on Wednesday p.m. 


Presenting proper clasping and stabilizing of cast partial dentures. Also 
showing proper method of establishing correct plane of occlusion that will be in 
geometric harmony with condylar movement and all of the correlating forces; 
and establishing functional occlusion on tissue and tooth bearing cases that will 
permit the insertion of partials without the usual spot grinding—this to be carried 
out on a straight line articulator by the Fred S. Meyer method. 


25. Dr. W. D. Phillips’ Mechanical Bridge Fixation and Immediate Gold Inlay Technics 


Presented on Tuesday and Wednesday p.m. 


The clinician will discuss and demonstrate by lantern slides and models a 
simple, practical method of insuring the absolute mechanical retention of fixed 
bridgework, and a simple, fast technic for immediate gold inlays in certain pre- 
determined types of cavities. 


26. Occlusal Reconstruction 


H. D. GRUBB... CLEVELAND, OHIO 
Presented on Monday and Wednesday p.m. 


A discussion of the problems involved and the measures employed in recon- 
structing occlusal surfaces where the dental height is to be changed. A demon- 
stration of reconstruction technic by means of lantern slides, casts, etc. Careful 
attention to this technic or its equivalent will minimize the necessity for adjust- 
ments after the restorations are installed in the mouth. Important anatomical 
features of occlusal surfaces may be retained without destructive alterations. 
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27. Practical Upper Anterior Fixed Bridge Construction 
E. CLAY INGRAM. EAST CLEVELAND, OHIO 
Presented on Tuesday and Wednesday p.m. 


Clinic will deal with the practical application of abutments and pontics for 
upper anterior fixed bridgework. Procedures in both the operating room and 
laboratory will be stressed. Indications and contra-indications for various abut- 
ment preparations will be discussed. Discussion of individual cases will be 
encouraged. Modern replacement with acrylic resin will also be demonstrated 
in comparison with past methods. 


28. Fixed Bridgework for 1943 
HARRY SPIRO. ee CHICAGO 
Presented on Tuesday and Wednesday p.m. 


A progressive lecture clinic demonstrating fundamental principles in fixed 
bridge procedure. By this method, from a hydro-colloid impression and a wax 
bite, the entire bridge is cast in one piece as easily as a single inlay. Some of 
the things to be demonstrated are: how to properly use the hydro-colloidal 
impression materials to obtain accurate impressions; how to obtain a simple and 
correct functional wax bite so that the patient cannot register an off-bite; how 
to invest and cast smoothly, and the causes of casting defects and failures; how 
to save money on casting gold alloys; in short, how to make a better bridge in 
less time. 


CHILDREN'S DENTISTRY AND ORTHODONTIA 
29. Management Technics for Pulp Conditions in the Mixed Dentition 


Presented on Monday and Tuesday p.m. 


In this clinic lantern slides, models, photographs and charts will be utilized 
to present the technics which have been tested clinically in the treatment of a 
variety of pulp conditions which arise in the primary and young permanent 
teeth. These technics will include those for dentine protection, sterilization of 
deep cavities, partial pulpectomy in primary and permanent molars, and the man- 
agement of fractures of permanent incisors which involve the pulp. Technic out- 
lines will be provided. 


30. The Management of the Broken Anterior Tooth for the Child Patient 
GEORGE W. TEUSCHER.......... CHICAGO 


Presented on Tuesday and Wednesday p.m. 


The discussion will be concerned with the treatment of the pulp and with the 
mechanical restoration of the lost portion of the tooth. The incomplete root ends 
of these teeth complicate their successful management; and it is, therefore, 
necessary to use specific methods in the treatment of these teeth. The develop- 
ment of the tooth usually contraindicates the use of the porcelain jacket crown. 
It is possible, however, to restore these teeth to normal function. 


ORAL SURGERY 


31. Technic Used in Removal of Teeth and Consideration of Complications 


Presented on Tuesday and Wednesday p.m. 


There will be an explanation and demonstration of the movement used to 
remove each tooth with a view of minimizing the fracturing of teeth. This 
will be demonstrated with lantern slides giving the anatomical reasons for same, 
how to prevent some of the most common accidents, technic in removing broken 
off roots, foreign bodies, etc., postoperative treatment, fundamental surgical 
principles involved in surgery in the mouth. 
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32. Lesions of the Soft Tissues of the Oral Cavity 


Presented on Monday and Wednesday p.m. 


In certain systemic diseases the oral soft tissues show the earliest manifestations 
of the disease. Prompt recognition, by the dentist, of these lesions will render an 
invaluable service to his patients. By means of colored motion pictures various 
oral lesions of systemic and local origin will be shown. 


33. The Treatment of Pre-operative and Post-operative Pain in Exodontia 


Presented on Tuesday and Wednesday p.m. 


Practical considerations in the diagnosis and treatment of pain with a detailed 
description of the methods used and the specific drugs employed. Acute infec- 
tions, impacted tooth wounds, the hemorrhage, the neuralgias, et cetera, and the 


precautionary measures necessary in the prevention of painful complications 
will also be discussed. 


34. Practical Procedures in Oral Surgery 


SAMUEL MILWAUKEE, WISCONSIN 


Presented on Monday and Tuesday p.m. 


Subject will cover technic of nerve block and ethyl chloride general anesthesia. 
There will be a demonstration of X-ray procedure preliminary to the removal of 
impacted teeth. The removal of impacted molars, cuspids and a simplified technic 
for the removal of fractured root ends will be explained. Surgery involving 
alveolotomy of an edentulous jaw and that preceding the insertion of an im- 
mediate denture will also be demonstrated. Colored motion pictures will visualize 
the aforementioned technics following the lecture. 


35. Removal of Impacted Teeth by Sectioning 


Presented on Tuesday and Wednesday p.m. 


Removal of impacted and imbedded teeth; eulogy pathology and case histories ; 
classification as to degree and location; the selection of anesthetic; the opening 
and retraction of soft tissue; the use of elevators and impactor; removing osseous 
tissue and splitting of teeth and removing sections; questions and answers. 


36. Surgery for Immediate Dentures 


MENIFEE R. HOWARD... + +DENVER, COLORADO 


Presented on Monday and Tuesday p.m. 


Presentation will be a natural color motion picture, together with demonstra- 
tion, showing an original technic and instrumentarium for the removal of teeth 
as a routine procedure, including elevators that have an anatomical adaptation 
to all teeth which are loosened before an attempt is made to remove. It will show 
follow up with the use of forceps, with a technic which includes rotation of 


most of the teeth, and the use of a fulcrum that simplifies the removal of molar 
teeth. 


37. The Roentgenogram as an Aid in Oral Surgery 


Presented on Monday and Tuesday p.m. 


Technic for intra-oral and extra-oral roentgenology emphasizing angles of 
projection and processing the films. What constitutes a dependable dental exam- 
ination? How to recognize and correct our roentgenographic mistakes will be 
explained. The interpretation of the images on the film is most important. 
Correct reading of the roentgenogram is based upon certain fundamental princi- 
ples. These principles will be explained. 
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38. Management of Infections xeieone Tooth Extraction 
HOWARD C. MILLER -CHICAGO, ILL. 
Presented on Tuesday p.m. 
The presentation will consist of a discussion of cases that present with (a) 
acute infections resulting from teeth; (b) infection following the removal 


of teeth; (c) practical methods and procedures for the prevention and treat- 
ment of such conditions. The clinic will be illustrated by means of lantern slides. ~ 


39. Management of Cysts in Maxilla and Mandible 
CHICAGO 
Presented on Tuesday and eniaiey p.m. 
At this clinic will be shown lantern slides of various types of cysts found in the 
jaws. The differential diagnosis and types of treatment will be discussed fully. 
Blackboard sketches will be used to supplement the slides. 


PRACTICE MANAGEMENT 


40. How to Determine Your Fees 
JAMES PAUL REVENAUGH ee eee CHICAGO 
Presented on Monday and Wednesday p.m. 


Each clinic is intended to answer the problems of “fees” of its enrollees. The 
solutions are from practical experience. Theories or general laws will be dis- 
cussed in only limited measure, such as the effect on fees of community income, 
location, public acceptance of dentistry, credit, increased experience of practi- 
tioner, etc. 


41. Salesmanship in Dentistry 
E. R. SWANK. DES MOINES, IOWA 
Presented on Tuesday and Wednesday p.m. 


Salesmanship in Dentistry—Don’t be an average dentist. Principles of success, 
creating favorable impressions in the office, through the assistant; personal 
appearance and personality; development of personality; the use and power of 
psychology ; sales material, its development and use; its presentation to the 
patient; elements of a sale; the smooth amalgamation of eames into the 
practice management of dentistry. 


PERIODONTIA 


42. Diagnosis and Treatment of Periodontal Lesions 
EDWARD L. CINCINNATI, OHIO 
Presented on Tuesday and Wednesday p.m. 


Diagnosis: Histopathology, X-ray and clinical. Treatment: 1. Pre-operative 
(a) Medication, (b) preparation of patient; 2. Technic (a) types of instruments, 
(b) sub-gingival curettement, (c) gingivectomy, (d) electro-coagulation, (e) ap- 
plying surgical pack. 3. Post-operative (a) written instruments for patients (b) 
post-operative care, (c) tooth-brushing technic, (d) practical hints, (e) econom- 
ics. 


43. Prevention and Treatment of Pyorrhea 
WILLIAM J. CHARTERS... +» »-DES MOINES, IOWA 
Presented on Monday and Wednesday p.m. 


Proper use of tooth brush and other stimulating instruments, teaching the 
patient of ’teen age how to maintain normal gum tissue. How to care for affected 
gum margin where alveolar process has not been affected and where considerable 
bone has been destroyed. Shaping the gum tissue in advanced cases for easy 
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cleaning and stimulating, as pyorrhea treatment does not permanently cure 
without proper help by patient. Trimming buccal and lingual process crests 
in surgery cases so bone between the teeth will be smooth and convex in shape. 
Vincent’s treatment. Colored motion pictures will be shown. 


44. Some New Ideas in Periodontal Therapy 
Presented on Tuesday and Wednesday p.m. 


A new method to eliminate excessive gingival tissue was developed. Para- 
formaldehyde mixed into zinc oxide is packed into the pockets to be eliminated. 
Paraformaldehyde brings about a painless necrosis of the excessive tissue and thus 
eliminates the pockets. A new drug is introduced into periodontal therapy: the 
concentrated 30% hydrogen peroxide (superotal, Merck). This drug eliminates 
chronic inflammatory granulation tissue and stimulates tissue regeneration. 


45. Simplified Treatment of Vincent’s Infection 
Presented on Tuesday and Wednesday p.m. * 
This will be a rationale of therapy applicable to Army field usage as well as 
to private practice. It will discuss the factors leading up to the susceptibility 
of the individual as well as the characteristics of the Vincent’s organisms and 
their possible morphological changes. The treatment will be demonstrated. 


ROOT CANAL 


46. Practical Procedures in Root Canal Technic 


VINCENT B. MILAS... CHICAGO 
T. C. STARSHAK.. CHICAGO 


Presented on Tuesday and Wednesday p.m. 


The clinic will consist of a plea for the conservation treatment of the pulpless 
tooth, including the demonstration of a rapid and thorough method of opening, 
sterilizing and filling a root canal. Also follow up X-rays to substantiate the 
argument. A demonstration of the mechanics and therapeutic measures will be 
shown by the group. 


Make Your Transportation 
Reservations Early! 


Regardless of Your Mode of Travel 
Purchase Your Round Trip Tickets 
NOW! | 
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ESSAY PROGRAM 


R. A. Larsen, Chairman Arthur W. Blim, Vice-Chairman 
Tuesday Morning 


Sit 


A Theory of Establishing the Plane of Occlusion for Both Dentulous and Edentulous Pitiouts 


Considerations of the Temporo-Mandibular Problems, Especially in Relation to Vertical 
Dimension 


Objectives of Full Denture Service 


Oe Surgery 


Surgical Correction of Deformities of the Face and Jaws 


Blood Dyscrasia—Their Oral Manifestations 


The Evaluation of Radiodontic Service in Diagnosis 


Operative Dentistry 


Contributions That Research Has Made to Assist the Practitioner in the Control of Dental Caries 


Acrylic Teeth as a Means of Obtaining Balanced Functional Occlusion in Partial Denture 
Prosthesis 


WILLIAM R. MANN. ARBOR, MICHIGAN 


Considerations Given to the Disturbances Following Loss of Lower First Molars, Giving Case 
Histories of Such Conditions 


ARTHUR F. «KANSAS CITY, MISSOURI 


Children’ Dentistry and O,-thedontia 


Orthodontics—Its Role in Maxillo-Facial Reconstruction for War Casualties 


The Problem of Anchorage in the Treatment of Malocclusion 


P. eriodontia 


Periodontia by the General Practitioner 


The Care and Preservation of Interproximal Gum Tissue 


The Healing of Tooth Sockets Following Extraction 


Bone Healing Following Fractures 
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Why and What Is the Chicago Cancer Committee ? 


Symposium on Practice in Whar Jime 


MODERATOR: EDWARD J. RVAN 


«EVANSTON, ILLINOIS 


Recent Federal Legislation 


«CHICAGO 


Special Problems of a Highly Industralized Community 


+ROCKFORD, ILLINOIS 


Personnel Problems 


+ MICHIGAN 


Credits and Collections 
E. G. KASCH, DIRECTOR CHICAGO ASSOCIATION OF CREDIT MEN. 


CHICAGO 


Post-War Adjustments 


Wednesday Morning 


Denture Prosthesis in the Treatment of Various Types of Deformities of Edentulous Jaws 


Presentation of Dr. Fred S. Meyer’s Theory of Balanced Functional Occlusion 


Surgery 


Applied Anatomy of the Head and Neck (A Functional Consideration of the Osteology and 
Myology Involved in Jaw Fractures) 


eee eee es «CHICAGO 


The Management of Jaw Fractures 


WAYNE B. SLAUGHTER... cc «CHICAGO 


The Control of Infection in Jaw Fractures 


Operative Dentistry 
You Who Operate for Children 


Amalgam Restorations 


ARNE F. CHICAGO 


Physical and Clinical Characteristics of Synthetic Resins Used in Dentistry 


Partial and Bridge 


Bridge Abutments 


Children’s Dentistry and 


The Proper Time to Begin Orthodontic Treatment 


Introducing Dentistry to the Child 
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P. eriodontia 


Some New Ideas in Periodontal Therapy 


Histological Consideration of the Supporting Tissues 


R. 


Normal and Pathologic Bone Formation of the Jaws, Their Clinical, Histologic and Roentgeno- 
graphic Aspects 


Dental Caries and the Metabolism of Calcium 


Is Teen Age Caries a Constitutional Problem? 


ractice Management 


Recent Income Tax Legislation and Regulations of Particular Interest to Dentists 


A Layman Looks at Dentistry—Some Observations on Thirteen Years of Close Association with 
the Profession 


Thursday Morning 


Functional Occlusal Balance in the Construction of Artificial Dentures 


Surgical Preparation of Mouths for Immediate Dentures 


Impression for the Edentulous Mouth Using Different Materials for Varying Conditions 


Che Surgery 


Conditions Associated with the Removal of Third Molars 


Cysts of the Maxilla and Mandible 


Opera tive 


Round Table Discussion on Acrylic Resins 


Their Chemical Properties 


Their Physical Properties 


Their Clinical Properties in Operative and Crown and Bridge Prosthesis 


Their Clinical Application in Full Dentures 


The Mechanics and Physics Involved in Serviceable Porcelain Jacket Crown Restorations 
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Children’s Dentistry and O,thedontia 


Asymmetries of the Face 


Protecting the Pulp in Deciduous and Young Permanent Teeth 


Prriodontia 


Gingivitis and Its Management 


Diet and Nutrition 


Mouth Health in Industry 


Sulfonamides in Dentistry 


Symposium on pw Practice in War by 
Recent Federal Legislation 


Special Problems of a Highly Industrialized Community 


Personnel Problems 


Credits and Collections 
E. G. KASCH, DIRECTOR CHICAGO ASSOCIATION OF CREDIT MEN....... CHICAGO 


Post-War Adjustments 


Coming by Air? 
Make Round Trip Reservations Now! 


Your local airlines ticket agent can book you in and out 
of Chicago right in your city. Air travelers are urged 
to avail themselves of this service. 
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GENERAL CLINICS 
Fred N. Bazola, Chairman R. A. Anderson, Vice-Chairman 
Monday and Thursday 2 to 5 p.m. 


Opera tive tistry 


Technic for Permanent Chemical Porcelain Fillings: Behavior of Cements as Seen Under a 
Glass Inlay; Report on Research in Endodontia as by 500 Continually Checked Cases 


Comparative Analysis of Filling Restorations After Years of Service 


Cavity Preparation for Gold Inlays in Anterior Teeth, Showing a Modified Lingual Step 


Cast Gold Inlays—Full Cast Gold Crowns 


Semi-Indirect Inlay Technic 
HUGH M. TARPLEY... me . «QUINCY, ILLINOIS 


Operative Procedures-ror Children 
HENRY M. WILBUR.............. ‘ ....OMAHA, NEBRASKA 


The Reverse Occlusal Pitch in Full Denture Construction 


Centric Bites—A Difficult Operation Made Easy, Simple, Quick and More Accurate 


A New Approach to the Problems of Occlusion in Denture Construction 


An Immediate Full Lower Denture Technic 


The “Fournet-Tuller” Impression Technic for Upper and Lower Edentulous Jaws 


Immediate Dentures—New Impression Method for Same 


Problems in Full Denture Construction 


Immediate Dentures 


A Simple Method of Relining Metal Partials 


HARRY L. ARONSON... eee eee CHICAGO 


Electric Soldering, Partial Denture Construction 


Plastic Crowns and Bridges 


Problems in Partial Denture Construction 
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Fixed Bar Removable Bridge 


Cast Acrylic Inlays 


Movable Fixed Bridge Work with Reinforced Solder — 
FRANK C. STARR..... ene < . «COLUMBUS, OHIO 


The Maintenance of Interproximal Contacts 


Indirect Inlays 


Acrylic Bridges Using the Cast Banded or Veneer Crown 


Oral Surgery and Radiography 
Dental Oral Surgery 


KEITH L. .++ST. LOUIS, MISSOURI 


Modified Root Resection Technic 


Radiography in Oral Surgery 

Reduction of the Mandible with re Reference to the Aepemnaes Ridge 


Dry Socket Treatment 


Unusual Problems in Oral Surgery 


The Flap Operation 


Various Methods of Immobilizing Jaw Fractures from War and Industrial Causes 


O,thodontia 
Orthodontics 

The Basis for Muscle Exercise in Orthodontic Treatment 

Orthodontic Diagnosis 

The Necessity for Space Maintenance in Juvenile Dentistry 


Children % Dentistry 


Matrices for Permanent and Deciduous Teeth 


Making Dentistry for Children Practical and Profitable 


Children’s Dentistry—Recognizing Incipient Deformities 
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Practical Operative Procedures for Children’s Dentistry 
ALFRED E. SEYLER DETROIT, MICHIGAN 


Treatment of the Child’s Fractured Anterior Tooth 
SAMUEL STULBERG DETROIT, MICHIGAN 


P. eriodontia 


Success Factors in the Treatment of Pyorrhea 
ROBERT N. TANIS CHICAGO 


P. ractice Management 


Practice Management Emphasizing Credit Ratings 
LLOYD H. DODD DECATUR, ILLINOIS 


Chistes 


Chicago College of Dental Surgery 


Operative Dentistry Crown and Bridge 


Robert J. Lagorio Eugene S. Puskiewicz 
Kenneth DeLap Thomas K. Boyd 
Lon Porter 


James M. Gentilly Dentistry for Children 


Full Denture Joseph F. Hajdys 
John A. Domeikis Romeo A. Pallotto 


William H. Sowle 
Elbert W. King Orthodontia 
Ben G. Sherrard Walter a Ream 


Partial Denture William George 


Romeo Arra 

Howard S. Berg Root Canal Therapy 
Marvin Lewison Aurelius Pagano 
Arthur H. Grunt Joseph Propati 


Northwestern University Dental School 


Names of students to be announced in official program. 


University of Illinois College of Dentistry 


Crown and Bridge Denture 


Robert Shales Students showing complete and 
William Starek Partial Dentures (2 or 3) 
Harold Grundset ? 

Operative 


Therapeutics 


Clyde Stroup 
Alfred Nadel 
Julius Menzin 


Children’s Dentistry 


George Sedivec 
Marvin Poster 


John Defow 
Morris Cohen 
Nathan Kirchner 
Lenard Levinson 
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QUIZ PROGRAM 


This program is an innovation this year designed to meet the need for authoritative concise 
answers to especially knotty problems of everyday practice, and will be presented every 
afternoon from 2:00 to 5:00 p. m. It is conducted on a session basis each covering a recog- 
nized field and lasting one and a half hours. An outstanding authority, designated the director, 
will head each session and give brief answers to a previously prepared list of questions. When 
the director has finished answering all the questions, for which one hour is allotted, the balance 
of the period will be devoted to the answering of supplementary questions from the audience. 

Space limitations do not permit the listing of the questions to be answered in the various 
sessions but their informative and intensely practical nature is exemplified by the following 
specimen which is typical of all. The lists of questions for all sessions will appear in the official 
program to be distributed at the meeting. 


SPECIMEN SESSION 


Subject Director Chairman 
Full Dentures 
Diagnosis of Edentulous Mouths John Doe Richard Roe 
1. What constitutes a mouth survey ? 
2. In a routine examination, explain briefly the 
purpose of each step as well as the significance 
of the data obtained. 
3. What are your guides in determining the 
amount of vertical dimension necessary ? 
4. Describe your method of determining the cor- 
rect occlusal plane. 
5. What are some of the errors that will result 
from positioning the plane of occlusion incor- 
rectly? 
6. Discuss the use of the face bow in diagnosis 
and orientation. 
(Each session will have six or more questions 
of which the above are typical) 


‘SCHEDULED SESSIONS 


Oral Surgery 


Director Chairman 
Local Anesthesia Howard C. Miller Russell G. Boothe 
Fractures C. S. Suddarth James H. Keith 
Oral Infections Kenneth W. Penhale Charles J. Coffey 
Impactions L. M. FitzGerald Luther W. Hughes 
Extractions Reed O. Dingman R. L. Lasater 
Pain Harry Sicher Leonard L. Ryan 
Sulphonamides in Dentistry F. D. Ostrander Frank A. Farrell 


Tull 


Vertical Dimension Robert R. Gillis Christian Davidson 


Immediate Denture Construction John B. LaDue E. P. Swatek 
Surgery for Immediate Dentures Cedric K. Dittmer Henry Droba 
Full Mouth Impressions Arthur W. Blim J. R. Flanagan 
Balanced and Functional Occlusion W.G.F. Schmidt > Guy Bayly 
Diagnosis of Edentulous Mouths Henry Glupker R. J. Cox 
Orientation and Positioning of Occlusion J. C. Heisler George N. Youngson 
The Temporomandibular Joint, in Relation 

to Vertical Dimension Louis S. Block Robert W. Johnson 
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Children 4 Dentistry 


Care and Preservation of Permanent Teeth 
in Child Patient 

Caries Problem in Children under Ortho- 
dontic Treatment 

Space Maintainers 


O,-thodontia 


Mechanical Principles Involved in the Use 
of Orthodontic Appliances 

Factors to Be Considered in Orthodontic 
Analysis 

A Consideration of the Anchorage Problem 

The Third Molar Problem in Orthodontia 

Rehabilitation of Injuries Due to the War 


P. eriodontia 


Evaluation of Problems in Treatment of Peri- 
odontoclasia 

Etiology of Periodontoclasia 

Differentiate Between Vincent’s Infection 
and Periodentitis 

Importance of X-ray as an Aid in Diagnosis 
of Periodontoclasia 


Operative Dentistry 


Plastics in Operative Dentistry 
Systemic Factors in Dental Caries 
Synthetic Restoration 

Amalgam 

Inlays 

Root Canal Therapy 


Walter C. McBride 


L. B. Higley 
Corvin F. Stine 


Frederick T. Barich 


William Downs 

F. C. Sheldon 
James H. Burrill 
Leigh C. Fairbank 


G. R. Lundquist 
Hermann Becks 


Maynard K. Hine 


Donald E. Kellogg 


LaMar W. Harris 
J. R. Blayney 

Leon Saks 

Arne F. Romnes 
Robert S. Reinardy 
John H. Hospers 


Partial Creu anid Bridge 


Ceramics 

Crown and Bridge 

Bridge Abutments 
Acrylics—Physical Properties 
Acrylics—Partial Denture Prosthesis 


P, ractice Management 


Income Tax Problems 


Army and Navy Dental Service 


Loren D. Sayre 

A. F. Schopper 
Otto W. Silberhorn 
Floyd Peyton 

W. R. Mann 


Roger F. Dickinson, 
C.P.A. 


G. Hewitt Williams 


Richard A. Smith 
Waldo Urban_ 


Howard J. Buchner 


Leonard Grimson 
Howard E. Strange 
James W. Ford 
William A, Murray 


Bradford T. Brown 
B. D. Friedman 


Albert J. Ryan 
A. J. Drew 


Fred W. Ahlers 

E. W. Baumann 
Walter T. Poyer 
R. C. Schuler 
Walter R. Scanlan 
T. C. Starshak 


Arnold F. Pins 
L. C. Stephenson 
B. O. Blomgren 
R. Wayne Covalt 
Otto L. Mast 


Ray S. Cooke 


Major Kenneth Cofield, J. R. Thompson 


(DC) USA 
Capt. J. Tartre, 
(DC) USN 
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MOTION PICTURES 


Rosert V. Riemer, Chairman 


R. L. Kretner, Vice-Chairman 


Monday, February 22 
2:30 to :500 p.m. 


Oral Tumors and the Dentist (1 hour) 
DEPARTMENT OF HISTOPATHOLOGY, INDIANA UNIVERSITY SCHOOL 


Root Canal Therapy and Technic Received (30 minutes) 


B. P. BANNISTER... OHIO 


A Standardized Technic for the Management of Pulpless Teeth (40 minutes) 


Tuesday, February 23 
9:30 a.m. to 12:00 m. 


An Animated Study of Growth and Development (40 pancnies 
MEYER HOFFMAN AND DAVID GORDON....... BROOKLYN, NEW YORK 


Wax Impression Technic (30 minutes) 


Functional Occlusal Balance in the Construction of Artificial Teeth (1 hour) 


Development and Physiologic Deepening of the Gingival Crevice (15 minutes) 
CARL A. SCHLACK (LT. COMDR. U.S.N.)........NAVAL MEDICAL CENTER, BETHESDA, MARYLAND 


Wednesday, February 24 
9:30 a.m. to 12:00 m. 


Practical Preventive Orthodontics (30 minutes) 


MAX J. FUTTERMAN....seeececeereeecerereesecrescccceeseseesesNEW YORK, NEW YORK 


Cast Acrylic Restorations (40 minutes) 


FRANK L. HART... FRANCISCO, CALIFORNIA 


A Technic of Bite Raising (30 minutes) 


VICTOR N, JAFFE. + + WASHINGTON, D. C. 


Class III Gold Foil Restorations (30 minutes) 


B. R. RAKESTRAW, UNIVERSITY OF CALIFORNIA. . SAN FRANCISCO, CALIFORNIA 


Thursday, February 25 


10:00 a.m. to 12:00 m. 


Local Anesthesia Simplified and Intravenous Anesthesia (20 minutes) 

Acrylic Resin in Crown and Bridge (45 minutes) 

Oral Surgical Procedures (30 minutes) 
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SCIENTIFIC EXHIBITS 


Frank G. Younc, Chairman 


American College of Surgeons, Chicago 

American Red Cross, Chicago 

Chicago College of Dental Surgery, Chicago 

Mayo Clinic, Rochester, Minn. 

Northwestern University Dental School, Chicago 

Dr. Samuel Rabkin, Cincinnati, Ohio 

St. Agnes Hospital, Dr. T. A. Hardgrove, Fond du Lac, Wis. 
U. S. Army Dental Corps, Chicago 

University of Illinois College of Dentistry, Chicago 
Washington University School of Dentistry, St. Louis, Mo. 


HEALTH AND EDUCATIONAL EXHIBITS 


WERNER J. GRESENS, Chairman 


M. L. Levin, Vice-Chairman 


American Dental Association, Bureau of Public Relations 

American Dental Association, Council on Dental Therapeutics and Bureau of Chemistry 
American Dental Association, Relief Commission and Dental Relief Fund 
American Dietetic Association 

American Medical Association, Council on Pharmacy and Chemistry 

American Red Cross 

Chicago Dental Assistants Association 

Chicago Department of Health 

Cleveland Health Museum 

Dental Hygiene Institute of Chicago 

Dr. Otho Leon Geyer 

Kansas State Board of Health, Division of Dental Hygiene 

Illinois State Department of Public Health, Division of Dental Health Education 
Medical Service of Chicago Relief Administration 

Municipal Tuberculosis Sanitarium 

Tuberculosis Institute of Chicago and Cook County 

U. S. Department of Labor, Children’s Bureau 

U. S. Public Health Service, Washington, D. C. 

U. S. Dental Corps, Washington, D. C. 

Virginia State Department of Health, Richmond, Va. 
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EXHIBITORS' TABLE DEMONSTRATIONS 


Tuesday and Wednesday 2 to 5 p.m. 
The Uses and Abuses of Dental Acrylics 


A Method of Making Teeth with Natural Anatomy 


Application of Appliance to Reduce a Maxillary or Mandibular Fracture 


Acrylic Splints and Bridges 


Impression Technic 


Zelex and Hue-lon 


Demonstrating Use of a Correlator for Making and Articulating Study Models 


Proper Technic for Use of Steele’s New Hue Facings 


Pain Control Quiz 


Manipulation and Use of a Permanent Liner for Acrylic Dentures 


Why You Should Heat Treat Casting Golds 


Fume Control in Acid Pickling—New Method 


Physical Properties of D-P Elastic Impression Cream 


Proper Handling of the Impactor and Malletor 


Mechanical Considerations Underlying Stability of the Lower Denture 


Positive Denture Stability, Using Adaptol, Spotex and Denturtest Denture Materials 


Latest Research Development of Acrylics—Esthetics, Technic and Material 


Manipulations of Kerr Impression Materials 


Manipulation of Dental Materials 
JAMES K. LENNOX, sKONFORMAX LABORATORIES, INC. 


Extrusion Casting of “Luxene 44” Dentures 


Patient Management During Pre-induction State of Nitrous Oxide Analgesia 


A Simple and Quick Packing Technic for Dentures with Moldent 


New Nutrition Yardstick 
MISS ANNA E. BOLLER........eeeeeeceeeeeeeeeee«eNATIONAL LIVE STOCK AND MEAT BOARD 
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Waxing Partial Dentures 


JOHN MC KAY....... THE J. M. NEY CO. 


A Demonstration of the Unique Physical Properties of Nobilium 


A Simple Method of Heat Treatment Employing Inexpensive Equipment 
D. GRAHAM WHITE, 


Petralit—Mix and Color Technic 
ROBERT C. PITTS. 


++e+eee++PRECIOUS METALS RESEARCH WORKS, INC. 


. +..++PREMIER DENTAL PRODUCTS CO. 
Financial Security in Professional Life 


++ +PROFESSIONAL BUDGET PLAN 


Speedup Acrylic Processing with Colorgard (Superior to Tin Foil and Simpler by Far to Apply) 


THOMAS E. MOORE... RANSOM & RANDOLPH CO. 


Unsatisfactory Radiographs—Their Causes and Corrections 


CHARLES A. LOWE... X-RAY PRODUCTS 


The Technic of Durodent-Enamel and Oxsilit 


Modern Silicate Shadings 


eee ee eee «OSKAR SCHAEFER 


S, SMITH & SON MFG. CO. 


Silicate Gements—Their Proper Manipulation and Correction of Common Faults in Technic 


ERIC HULTBERG.... THE S. S. WHITE DENTAL MFG. CO, 


Use and Manipulation of Dental Materials 


Deflasking Denture Cases 


WILLIAMS GOLD REFINING CO. 


YATES DENTAL MFG. CO. 


Kegister Now for 
Limited Attendance Clinics 


A complete diversified program of Limited Attendance 
Clinics will be found on page II. 


The earlier you send in your application the better your 


chance to secure a place in the clinics of your choice. 
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Exhibitor Booth No. 
Abbott Laboratories................ 109-110 
American Cabinet Co., The......... 102-103 
Anzell Specialty Mfg. Co., Inc............ 62 
Austenal Laboratories, Inc........ 


Bell Dental Products 

Boos Dental Laboratories, Henry P.. .5-7 ined 
Brown Dental 49 
Buttalo Dental Mig. Co... 2... 32 
Cameron Surgical Specialty Co.......... 108 
Caulk Co., The L. D. (Chicago Branch). . 101 
Church & Dwight Co., Inc... 16 
Cleveland Dental Mfg. Co........... 99-100 
Columbia Dentoform Corp............... 43 
Columbus Dental Mfg. Co............. 85-86 
Cook-Waite Laboratories, Inc........ 130-131 
78 
Cosmos Dental Products, Inc............. 22 
Craig: Dental Products, 173 
Crescent Dental Mfg. Co................ 88 
Dental Specialty Mfg. Co., Inc., The....142 


Dentists’ Supply Co. of N. Y., The.go0-93, incl. 


Durallium Products Corp..............+. 39 
Fricke and Getz Dental Mfg. Co......... 160 
Friedman Specialty 181 


Frink Dental Supply 


General Electric X-ray Corp.......... 72-73 
Goldsmith Bros. Smelting and Ref. Co.. 


«0839 
Hanau Engineering Co., Inc............ 114 
Hygienic Dental Rubber Co., The......... 46 
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Justi & Son, Inc., H. D. ...... 118-120, incl. 
Kerr Dental Mfg. Co..........ccees 106-107 
Kimball Dental Mfg. Co., The........... 29 
Konformax Laboratories, Inc............ 140 


170 
80-81 
McKesson Appliance 128 
Medical Protective Co., The............ 94 
Midwest Dental Mfg. Co.............22- 45 
Motiod Co Thess 125 
Moyer Co:, The Ji Birds... 60 
National Live Stock and Meat Board...... 75 
Nobilium Processing 56 
Novocol Chemical Mfg. Co., Inc...... 104-105 
Ohio Chemical & Mfg. Co., The......... 83 
Parisien Chemical Co., Inc., The......... 74 
Pelton & Crane Co., The......... 17-19 incl. 
Petrogalar Laboratories, Inc.............. 34 
Philip Morris & Co. Ltd., Inc............ 40 
Precious Metals Research Works, Inc...... 37 
Premier Dental Products Co............. 79 
Proco-Sol Chemical Co., Inc............. 53 
Professional Budget Plan............... 174 
Ransom & Randolph Co., The........... 70 
Reliance Dental Mfg. Co..............-: 33 
Rocky Mountain Metal Products Co...... 167 


Smith & Son Mfg. Co., Lee S............ 87 
Spyco Smelting & Refining Co........... 71 
Standard Dental Labs., Inc............. 115 
Star Dental: Mig.:Co., Inc... 52 
177-178 


(Continued on page 37) 
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Applications for Membership 


The following applications have been received by the Ethics Committee. Any 
member having information relative to any of the applicants, which would affect 
their membership, should communicate in writing with Dr. Edward J. Rus, Chair- 
man, 3145 W. Cermak Road. Anonymous communications or telephone calls will 
receive no consideration. - 


ACTIVE MEMBERS 


Gillette, Howard E. (U. of Ill. 1942), County Hos- Hauptman, Jack (U. of Ill. 1940) West Side, 5902 W. 
Hospital Roosevelt Rd. 
Endorsed by W. H. Kubacki and Robert G. Kesel Endorsed by Andrew B. Carnes and Paul Gechman 
Hanson, Abel A. (C.C.D.S. 1902) Northwest Side, Secter, Irving (C.C.D.S. 1929) West Side, 546 S. 
3524 Fullerton Ave. Dearborn St. 
Endorsed by W. H. Fredricks and B. R. Roberts Endorsed by M. A. Kirschner and A. D. Newberger 


ASSOCIATE MEMBERS 


ALABAMA LOUISIANA 
Blue, James A., Mobile White, Ww. L., Shelbyvill “ Amacker, Charles Ferrill, Bogalusa 


Bradford, Harry, Birmingham Loikrec, Olof L., New Orleans 
Bryans, H. H., Birmingham 
Lokey, Charles W., Birmingham MAINE 
Mclnish, M. P., Bessemer INDIANA Milne, Douglas McDonald, Portland 
Baker, F. C., Hammond 
ARKANSAS Barton, Harry R., Whiting 
Hanna, Hilery E., El Dorado Beck, Charles W., Hartford City MICHIGAN . 
4 Brown, Coyle A., South Bend G. 
Brudzinski, T. S., East Chi auman, Frank J., Detroit 
CALIFORNIA Courtice, C. j., Hammond —Campbell, W. M., Grand Rapids 
Kulstad, Hugo., Hollywood Denison, George H., Hanna Chaput, A. L., Royal Oak 
Dibblee, B. R., Hammond Cuolahan; Paul B., Lansing 
RADO Epstein, Harry, Indi i Eman, Vernor H., Grand Rapids 
Kelly, William N., Clinton Muskegon Heights 
Peterson, Everette, Denver 
Rosnik. John C.. De Kennedy, Von L., Elkhart Freel, James E., Bay City 
ge SS King, George M., Indianapolis Gersabeck, Norman H., Roseville 
: Knoff, Ray G., Bluffton Jay, Philip, Ann Arbor 
FLORIDA Matthews, Jules R., Elkhart Kellogg, Richard M., Battle Creek 
Farver, Alvin D., Miami Beach McNulty, Wilbur P., Fort Wayne Knight, Lester F., Three Oaks 
Sears, Andy Wilson, Jacksonville Montgomery, E. A. W., Evansville Levine, Samuel J., Mt. Clemens 
Oyler, G. L., Nappanee Luck, Bernard E., Lansing 
GEORGIA Shelburne, Kenneth L., Indianapolis Lundahl, Harry W., Adrian 
Rauch: Sass: Th Spencer, C. H., Seymour Radzinski, Paul A., Detroit 
= june Spencer, Russell G., Huntington Rogers, J. L., Big Rapids 
Tom, M. E., Union Mills Ross, P. J., Detroit 
IDAHO Welch, Charles Haig, Plymouth Ryan, Kenneth J., Flint — 
Siljan, S. W. Sturman, John M., Detroit 
Sweetnam, W. H., Manistee 
Westman, Conrad A., Cadillac 
ILLINOIS s Belding, Paul H.; Waucoma Wilks, Raymond H., Olivet 
H., Barry, Walter B., Dyersville 
rinkman, Henry G., Elgin Barton, Paul M., D t 
Cigrand, Elroy F., Aurora Carl, C. 
Davis, Charles Ford, Aurora Chatterton, Lloyd A., Clinton Anderson, Raymond A., Austin 
Diehl, Val G., Savanna Davis, John C., Oelwein 
Downell, B. F., Pana Figg, Robert Miles, Le Mars Dvorak, W. A., St. Paul 
Downs, William B., Aurora Hoffman, Gail T., Des Moines Friedman, I. L., Minneapolis 
Everett, M. M., Geneseo Hollowell, L. E., Clinton 
Fellows, E. W., Seneca Kennedy, Joseph B., Des Moines Warpeha, Walter S., Minneapolis 
Hart, Haskel C., Normal Knarr, Walton H., Atlantic 
Helm, Chas S., Rockford McPike, J. Donald, Muscatine MISSOURI 
Henrich, Raymond C., Pool, Hardy F., Mason City Gruebbel, Allen O., Jefferson City 
East St. Louis Remer, W. F., Fort Dodge McCoy, H. C., Albany 
Highfield, J. F., Princeton Sears, Ralph A., Des Moines Owen, W. B., Maryville 
Hill, O. D., Freeport Volland, Roscoe H., Iowa City Poe, Earl J., St. Louis 
Shanley, Leo M., St. Louis 
Jackson, John F., Rockfo: Wek , Charles W., Kirkwood 
Jones, Thomas L., West Chicago KANSAS 
Kroner, F. L., Champaign Beatie, P. M., Wichita 
Lumpp, H. C., Mattoon Griffith, L. R., Protection NEBRASKA 
Muzzy, Leo B., Odell Hodge, Hugh Wallace, Wichita Barber, P. T., Omaha 
Nolting, W. E., Elmwood Crawford, Ralph V., St. Paul 
Pommier, Henery R., Kankakee Heineman, Paul T., Plattsmouth 
Prideaux, O. C., Elgin KENTUCKY Hooper, Bert L., Lincoln 
Roe, Frank E., Streator Atkins, William R., Louisville McGrane, H. F., Omaha 
Shaffer, L. H., Monmouth Hutson, Woodfin, Jr., Murray Muller, Cecil G., Omaha 
Shaughnessy, L. J., Oglesby Tavlin, Randall G., Erlanger Peebles, L. T., Randolph 
Smith, Richard Howard, Macomb Walker, John L., Louisville Schaefer, F. W., Omaha 


Wren, Joseph A., Paris 
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Wilbur, Henry March, Omaha 


NEW YORK 

Nobert, Oliver E., Rome 
Padelford, Donald G., Rochester 
Patterson, Guy W., Batavia 
Roberts, Allison S., Buffalo 
Soucie, Edward A., Buffalo 


NEW JERSEY 
Giblin, William A., Montclair 


NORTH DAKOTA 
Simmons, N., Grand Forks 


NEW MEXICO 
Noiting, Daniel P., Albuquerque 


OHIO 

Aylsworth, Harold L., Cleveland 
Bechtol, Russell Glenn, Delphos 
Brunk, Wilfred L., Lima 

Buhr, K. E., Mansfield 
Cockerill, Frank Willard, Dayton 
Holliger, Herbert H., Huron 
Judge, Robert T., Cincinnati 
Kiley, Stanley L., Lakewood 
Levey, Richard J., Akron 

Levitt, Harry L., Cleveland 
Messerman, Theodore, Cleveland 
Michael, Samuel R., Cleveland 
Miller, E. Carl, East Cleveland 
Newcomb, W. E., Cleveland 
Ort, Robert K., Mansfield 
Paradis, David A., Canton 
Renner, Warren F., Canton 
Ridings, Samuel F., Greenville 
Sauerbrun, Leo T., Warren 
Schock, Joseph P., Painesville 
Schott, Carlos H., Cincinnati 


Schultz, W., Cleveland 
Shanabrook, Hilton P., Akron 
Sheakley, H. G., Cleveland 
Sheffield, L. Langdon, Toledo 
Smith, Howard J., Massillon 
Sprecker, A., Mansfield 

Starr, Frank C., Columbus 
Weaver, S. Marshall, Cleveland 


OKLAHOMA 
Wadlin, John A., Tulsa 


PENNSYLVANIA 

Coleman, George A., Philadelphia 
Hollister, C. J., Harrisburg 
O'Leary, Joseph T., Girard 
Painter, J. K., Ellwood City 
Rosinski, A. J., Oil City 


RHODE ISLAND 
Tishler, Mark, Newport 


TEXAS 
Ogle, Willard, Dallas 
Thielen, Benjamin Franklin, Paris 


TENNESSEE 

Clotworthy, W. B., Knoxville 
Jamieson, Oliver Meek, Memphis 
Kennedy, Lawrence L., Knoxville 
Perkins, F. Lanier, Memphis 
Sample, Arthur R., Memphis 


SOUTH DAKOTA 
Walters, Charles E., Sioux Falls 


VIRGINIA 
Cecil, A. Gray, Roanoke 
John, James Edward, Roanoke 


WEST VIRGINIA 
Albert, A. C., Huntington 
Callaway, S. M., Huntington 


WISCONSIN 

Albright, Karl T., Racine 
Boehm, Chris J., Oconto 
Bradley, A. B., Beloit 

Buechel, Alfred M., Fond du Lac 
De Munck, D. J., Milwaukee 
Denig, Hazel Falk, Lake Geneva 
Donovan, J. M., Neenah 

Frey, John A., Beloit 

Gifford, A. C., Oshkosh 

Gilbert, A. C., Watertown 
Gilling, Joseph J., Green Bay 
Hoermann, Alfred H., Watertown 
Hollick, Albert A., Milwaukee 
Jessel, J. Ryan, Milwaukee 
Johnson, Iver Carl, West Allis 
Leider, John J., Sheboygan 
McCaul, S. C., Beloit 

McNally, U. J., Superior 
Milliette, Gerald T., Milwaukee 
Ostrow, Maurice, Milwaukee 
Poulter, James Allen, Kenosha 
Stratton, George Allen, Oshkosh 
Weaver, Elbert J., Milwaukee 
Wilkes, Arthur E., Hortonville 
Zimmer, A. J., Manitowoc 


CANADA 


Dyment, Murray Lionel, 
Toronto, Ontario 


Gunton, G. A. C., Aurora, Ontario 


Koenig, B. J., Regina, Sask. 
Reis, Herbert William, 
Toronto, Ontario 


Swales, Harold A., Toronto, Ontario 
White, Edgar A., Toronto, Ontario 


* PORCELAIN | 
JACKETS | 


REMOVABLES 
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Visit our BOOTH No. 67 


Chicago Dental Society 


Midwinter Meeting 


at the 


PALMER HOUSE 


February 22 - 23 - 24-25 


* 
ewe We have many new and interesting 
things to show you. 


M.W. SCHNEIDER 


A COMPLETE DENTAL LABORATORY 
3O N. MICHIGAN AVE.*CHICAGO, ILL. 
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I) | i (; | () i CHICAGO DENTAL SOCIETY 


Central Offices: 30 North Michigan Ave., Chicago, Ill., Telephone State 7925 


Kindly address all communications concerning business of the Society to the Central Offices. 


Officers 

Willis J. Bray _ 
Leo W. Kremer 
Harry A. Hartley 
Harold W. Oppice 
A. C. Kuncl 


John J. Hollister 


Directors 

Robert J. Wells 

H. C. Holt 

S. M. Rakow 
Robert I. Humphrey 
Frank J. Hurlstone 
Joseph B. Zielinski 
Lester E. Kalk 

R. B. Mundell 


Editorial Staff 
James H. Keith 
James D. Mershimer 
Harold W. Oppice 
Leo W. Kremer 
Maynard K. Hine 


Frederick W. Nannestad 
William P. Schoen, Jr. 


John M. Spence 


James R. Schumaker 


Sigmund F. Bradel 


President 
President-Elect 
Vice-President 
Secretary 
Treasurer 


Business Manager 


(Ken. 1945) 

(S. Sub. 1945) 
(W. Side 1945) 
(W. Sub. 1943) 
(N. Side 1943) 
(N. W. Side 1943) 
(Eng. 1944) 

(N. Sub. 1944) 


Society Meetings 
Committee Meetings 
Dental Legislation 
Military Affairs 
Abstracts 

Special Features 
C.C.D.S. 

U. of 

N.U.D.S. 

Koller Clinic 


Branch Correspondents 


Herman C. Gornstein 
1603 Halsted St., Chicago Heights, Chicago Heights 185 


G. F. Vogt 


South Suburban 
West Side 


3165 W. Madison St., Kedzie 8167 


Benjamin P. Davidson 


Northwest Side 


3324 W. Diversey Ave., Albany 6676 


Orrin G. Baumgarth 


North Side 


2329 N. Halsted St., Lincoln 2243 


Howard Alexander 


1305 E. 63rd St., Plaza 0096 


Frederick T. Barich 


Englewood 
North Suburban 


636 Church St., Evanston, University 4540 


Joseph M. Lestina 


West Suburban 


5967 W. Madison St., Mansfield 4908 


Howard E. Strange 


Kenwood-Hyde Park 


2376 E. 71st St., Fairfax 4727 


Contributors 


Manuscripts should be 
and the original copy shou 


fort will 
request is made, 


written, double spaced, 


Id be submitted. Every ef- 
made to return unused manuscript, if 
but no responsibility can be accepted 


for failure to do so. Anonymous communications will 
receive no consideration whatever. 

a and news items of interest to the mem- 
bership of the Society are solicited. 

Forms close on the fifth and twentieth of each 
month. The early submission of material will insure 
more consideration for publication. 


Publication Staff 


Robert G. Kesel 
John J. Hollister 
Edward J. Krejci 


Editor 
Business Manager 
Advertising Censor 


Dental Hygiene Institute of Chicago 


Josephine Bessems Director 
Room 1420, 30 N. Michigan Ave., Dearborn 9635 


Ethics Committee 
Edward J. Rus, Chairman 


Chester C. Blakely 
Joseph F. Voita 


1943 
1944 
1945 


Classified Advertising 


Rates. $2.50 for 30 words with additional 
words at 3 cents each. Minimum charge is 
$2.50. Charge for use of key numbers is 25 
cents additional. Forms close on the 5th and 
20th of each month. Place ad by mail or 
telephone to 


CHICAGO DENTAL SOCIETY 
30 NortH MICHIGAN AVENUE 
STAte 7925 


Advertisements must be paid for in advance. 


FOR SALE 


For Sale: Ritter, Pelton and Weber spotlights, like 
new. Large Buck developing tank. Weber ma- 
hogany chair, good condition. American cabinet 
recently refinished, ivory color. Real bargain. Call 
Keystone 4128. 


For Sale: Northwest side old established office and 
equipment. Call Belmont 0762. 


FOR RENT 


For Rent: Completely equipped dentist’s and 
physician’s offices are now available for sublease, 
full or part time, in the PITTSFIELD BUILD- 
ING. These afford an unusual opportunity to 
open a fine loop office with no capital investment. 
Address A-1, The Fortnightly Review of the Chi- 
cago Dental Society. 


For Rent: Large office with laboratory, 453 W. 
63rd Street. Occupied by same dentist over 40 
years. Only dentist in building. Rent $35.00 per 
month. Call Normal 4499. 


Make Your Travel Reservations Now 


Fo 
Dr 
PPP PP PP PPP LD PP PP PDP PPP PPL PPP Pe 
Fo 
tic 
So 
= 
gi 
op 
. 
W. 
de 
A- 
— Po 
wa 
act 
H 
Po 
| det 
H | 
Fo 
i 
Ad 
cas 
| 
i 
| 
36 


© 


FOR RENT OUT OF TOWN 


For Rent: Dental office located above The Barber 
Drug Store, Petoskey, Michigan. (6000 pop.) 
Former tenant called to service, had largest prac- 
tice in town. Same location for 25 years. Address 
A-4 The Fortnightly Review or the Chicago Dental 
Society. 


WANTED 


Wanted: Registered nurse for full time position, 
g a. m. to 5 p. m., six days per week. Preference 
given to one experienced in anesthetics and surgical 
operating room training. Address A-2, The Fort- 
nightly Review of the Chicago Dental Society. 


Wanted: Dentist on the near north side wants 
dental assistant. Experience preferred. Address 
A-6, The Fortnightly Review of the Chicago 


Dental Society. 


Position Wanted: A-1 operator, long experience, 
would take over practice of dentist leaving for 
active service. Address A-3, The Fortnightly Re- 
view of the Chicago Dental Society. 


Position Wanted: In hospital, school or in private 
dental office. Filamerican, veteran, technician. 
Formerly hygienist and beautician, dental x-ray 
assistant. Skilled mechanical dentistry, 24 years ex- 
perience, both private and commercial laboratorist. 
Address A-5, The Fortnightly Review of the Chi- 
cago Dental Society. 


DIRECTORY OF TECHNICAL EXHIBITORS 
(Continued from page 33) 


Universal Dental Co............. 23-25 incl. 
Vernon-Benshoff Co. ............. 162-163 
Wall Chemicals Div. of The Liquid 

Weber Dental Mfg. Co., The............ 50 
Wernet Dental Mfg. 122 
White Dental Mfg. Co., 

Williams Gold Refining Co., Inc., The... .123 
Castle Co... 126-127 
Wisconsin Alumni Research Foundation. . .30 
Dental Mig. Co., 64 
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be helped with 


your problems 


H yours is a problem of patient 
education to.. 
.. Accept complete examinations 
. - Subscribe to all necessary service 


H yours is a problem of finances 
due to.. 
. . Inadequate income for efforts 
. . Nonproductive time 
. - Slow collections 
. . Failure to collect accounts 
.. Lack of budget plan of payment 
.- Inability to build practice 


J y yours is a problem of practice 

administration due to . . 

. . Inadequate office routine 

.. Lack of training for assistant 

. . Broken appointments 

. . Inadequate records 

. Recall methods 

. - Collection routine 


Then \ET US 


be of assistance 
to you 


HARRY J. BOSWORTH CO. 
1315 South Michigan Ave. 
Chicago, Ill. 


- Round Trip Pullman Reservations Can Be Made 


5 
0 i 


NOTICE 


To all members of the Profession planning to attend the Mid- 
winter Meeting, please be advised that our booth in the commer- 
cial exhibits this year is Number 84. We will be pleased to see 


you at this location. 


John O. Butler Company 


Iucome Taxes and Victory Taxes 


Are paid by cash and not by accounts receivable. 


Offer THE ELLIS PLAN and you will have cash—not accounts receiv- 
able. 


Never before has it been so important for doctors to collect their accounts 
promptly. Your patients will understand and cooperate by using our con- 
venient plan for payment when you offer it. 


ASK THE DOCTOR WHO HAS THIS SERVICE 


Call Franklin 1593 for forms. 


LI. TL. ELLIS COMPANY Commercial Credit Bankers 


- FRANKLIN 1593 33 NORTH LASALLE STREET - CHICAGO 
The L. T. Ellis Company is NOT a collection agency. 
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There 


and 13,000 others/ 


BROWN'S office is getting another tenant. For 
Jim is in uniform, answering a call that may 
easily take 13,000 dentists out of civilian practice. — 


You'll miss Jim — miss his companionship, and the _ 
work he has been doing. For some of Jim's patients 
will now be yours. Your hours will be longer, days 
more exhausting. Somehow you'll have to lighten 
the load of your increased responsibility. 


To do it, we suggest more frequent use of Novocain 
with Cobefrin or Novocain-Pontocaine with Cobefrin 
to prevent pain. For with pain controlled, you and 
the patient can both relax! Then appointments will 
go more smoothly, more rapidly. And at the end of 
each day you'll find yourself less fatigued — still 
ready for relaxation instead of rest. 


In smoothness of anesthesia and relative freedom 
from disturbing side-effects, Novocain with Cobefrin 
and Novocain-Pontocaine with Cobefrin are twins ' 
the latter merely extending anesthesia over a longer n 
operating period. Now, more than ever, there's a wes 
place for both solutions in your practice. 


COOK-WAITE LABORATORIES, INC. 
170 Varick Street, New York, N. Y. 
Laboratories: Rensselaer & Springville, N. Y. 


NOVOCAIN wr. COBEFRIN 
NOVOCAIN-PONTOCAINE 


COBEFRIN 


REG. 
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These TEETH 


Have that Important Ample Food Table 
and Narrow Contacting Surfaces, Too! 


Their scientifically de- 
signed occlusal surfaces 
assure comfortable, 
stable, efficient 
dentures. 


OR PROPER mastication, an ample food 
table is a necessity. The scientific engineering 
of Trubyte New Hue 20° Posteriors provides the 
essentials for comfortable, stable, efficient den- 


@ Ample Food Table 
Miniature, Fine, Interacting Knives The narrow occlusal 


@ Narrow Contacting Surfaces ° contact permits maxi- 


mum comfort by mini- 
e Low Cusps mizing occlusal trauma. 


For Dentures Stable in Action... (EN 


20° POSTERIORS merization 
THE DENTISTS’ SUPPLY COMPANY OF NEW YORK 


} | 
tures... 
| 
bl 
table 
4 
4 


Longbeach 3534-5-6 
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STAR 
PERFORMERS 
in the production of 
FINER 
IMPRESSIONS 


* 


DURO siack tray compounp 


More and more dentists are finding that in its freedom from 
warpage or “flow”, and in its toughness and high rigidity at 
mouth temperature, this fine-textured black compound ful- 
fills the most exacting requirements for tray use. In other 
words, it provides in fullest measure the qualities which 
are essential to accuracy of dimension and faithfulness of 
detail in subsequent corrective impressions. Try Duro 
Impression Material on your next case. 


DRESCH tow-near compounp 


The free-flowing plasticity of Dresch Impression Material 
at comfortably low temperature, plus its velvety-smooth 
texture and ability to withstand repeated flaming, make 
this original low-heat compound ideal for corrective im- 
pressions in the modern full denture technics. Users down 
through the years have relied upon it for faithful registry 
of mouth detail in all forms of impression-taking. 


DURO IMPRESSION MATERIAL 
Black Compound— in Distinctive Round Cakes 
14-pound box $.75 3 pounds $3.90 6 pounds $7.50 


DRESCH IMPRESSION MATERIAL 
Certified to meet A.D. A. Specification 
CAKES (in 14- or 1-pound boxes)—per pound $1.20 
3 pounds $3.30 6 pounds $6.30 10 pounds $10.20 
STICKS—per box $.60 Six boxes $3.30 
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Important 


You ELIMINATE All Doubt 
When Using Our Products 


Always uniform in color . . . Can duplicate 
any color . . . Compounded for Sanguine, 
Nervous, Lymphatic and Bilious Tempera- 
ments. 


GUM-TINT 
ACRYLIC 


POWDER—LIQUID 
INTRODUCTORY OFFER 
1 UNIT PINK AND CLEAR—$1.00 


Ib. (16 units) and Sufficient Liquid... $ 6.00 
| Ib. (32 units) and Sufficient Liquid....._.. 10.00 
STAINLESS CLASPS AND BARS—GUM.-TINT BLANKS— 
PARFAIT BLANKS 


“MIRACLE” INSTANT 
ALLOY MIXER—$1.00 


Sold by Reliable Dealers Everywhere 


FORTY-FOUR YEARS IN DENTURE FIELD 


The Parisien Chemical Co., Inc. 
Toledo, Ohio 


Durinc ten years’ service to the dental profes- 
sion, Vitallium restorations have provided the 
exceptional functional efficiency as well as the 
esthetic advantages the present-day patient has 
learned to expect. 

Dentists have cited Vitallium for distinguished 
service by prescribing more and more cases each 
successive year. 

Prescribe Vitallium for good function — 

Austenal Micromeld Teeth jor good appearance 


JOSEPH E. KENNEDY COMPANY 


765 W. 69th STREET CHICAGO, ILLINOIS 
! ABERDEEN 6800 
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SEE THESE PROSTHETIC ADVANCES 
AT THE MIDWINTER CLINICS 


* 


We cordially invite you to visit the Vitallium Exhibit 
at the Chicago Midwinter Clinics on February 22 to 
25. A very complete display of Vitallium full and par- 
tial restorations will be shown. Austenal anterior and 
posterior teeth made by the Micromold Process in both 
porcelain and Vitalon acrylic resin will be demon- 
strated. Both the porcelain and acrylic teeth are “as 
lifelike as natural teeth,” because they are made by 
the Micromold Process, which produces essential ana- 
tomical details with positive fidelity. 


Vitalon jackets, bridges, onlays and complete dentures 
will be demonstrated. 


Vitallium surgical appliances which have accom- 
plished phenomenal operative results in orthopedic 
surgery will be available for your inspection. 


See these developments in prosthetic dentistry and 
orthopedic surgery at Booths No. 12, 13 and 14. 


TRADE MARKS 


ge) Reg. U.S. Pat. Off. F 
AUSTENAL 


PORCELAIN 


AUSTENAL LABORATORIES, INC. 


NEW YORK CHICAGO 


Eines 
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Ir you haven’t actually seen Austenal Micromold 


Teeth in a. patient’s mouth, you have missed a thrill 
in your dental practice. We believe if you will pre- 


scribe Austenal Teeth for one of your patients, you 


will continue to use them because, to our knowledge, 
there is no other artificial tooth available today which 
compares with Austenal Teeth in naturalness and in 
close resemblance to real teeth. Austenal Teeth have 
both a natural lingual and a natural labial. That is the 
reason patients say that they not only “look” like 


natural teeth, but “feel” like natural teeth. 


AUSTENAL LABORATORIES, INC. 
5932 Wentworth Avenue * Chicago, Illinois 


Order AUSTENAL TEETH from 


( 
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AUSTENAL 
PORCELAIN 


Symbol of Naturalness 
in Restorations 


YOU'VE NEVER SEEN TEETH AS 
NATURAL AS AUSTENAL TEETH 


Let the Following Laboratories Prove this to You: 


ANNEX DENTAL LABORATORY 


25 East Washington St., Chicago, I]linois 


EHRHARDT & COMPANY 


55 East Washington St., Chicago, Illinois 


JOSEPH E. KENNEDY COMPANY 


765 West 69th Street, Chicago, Illinois 


STANDARD DENTAL LABORATORIES 


185 North Wabash Avenue, Chicago, Illinois 


Use the Vital Shade Guide— Match Shades Easier 
and More Accurately than Ever Before. 


YOUR VITALLIUM LABORATORY 


*TRADE MARK REG. U. S. PAT. OFF. 
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So Pure You Eat it in Ice Cream 
-eeand as White as Snow 


A gentle dusting of the plate with 
this superior, snow-white powder 
has proven over and over again 
to be a “very present help in time 
of trouble.” Promotes confidence 
in the patient’s first attempts to 
manipulate the denture; makes 
the task easier for the dentist. 


In 7 out of 10 Cases, Dr. Wernet’s May Make All the 
Difference in the Crucial Adaptation Period 


Acceptable on sight to the patient, easy and pleasant to use because 
of.its delicacy and purity. The basic ingredient of Dr. Wernet’s 
is the same ingredient used in the making of ice cream. 

Impartial laboratory tests prove Dr. Wernet’s powder to be 26.1% 
whiter and purer than the average of leading competitors, 50% 
more viscous (for maximum security) and 46.5% more absorbent 
(for faster denture control). 


Dr. WERNET’S POWDER 


ADAPTS THE PATIENT TO THE DENTURE 


Free Supply on Request. Wernet Dental Mfg. Co., Dept. 4-A, 190 Baldwin Ave., Jersey City, N. J. 
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JACKET CROWNS 
EXCLUSIVELY 
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